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Weights and equipment 


HUMAN RIGHTS COMMISSION 
Meetings 


HUNTING 


PROP 
PERM 


PREP 
PROP 
PROP 
PROP 
PREP 
PROP 
PROP 
PROP 
PERM 


MISC 


(See FISH AND WILDLIFE, DEPARTMENT OF) 


HYDRAULIC APPEALS BOARD 
(See ENVIRONMENTAL APPEALS OFFICE) 


INDEPENDENT LIVING COUNCIL, STATE 
Meetings 


Public forums 


INDUSTRIAL INSURANCE 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


(See LABOR AND INDUSTRIES, DEPARTMENT OF) 


INFORMATION SERVICES, DEPARTMENT OF 


Meetings 


INSURANCE COMMISSIONER 

Medical malpractice 
Medicare supplement insurance 
Motor vehicle service contract 
Organization and operations 
Rules 

agenda 

withdrawals 
Standards for coordination of benefits 
Technical assistance advisory 


INTERAGENCY COMMITTEE, OFFICE OF THE 


Biodiversity council 
meetings 


Governor’s forum on monitoring 
meetings 

Interagency committee for outdoor recreation 
meetings 


Invasive species council 
meetings 


Rules 
agenda 

Salmon recovery funding board 
meetings 


INTEREST RATES 
(See inside front cover) 


INVASIVE SPECIES COUNCIL 


MISC 


PROP 
PERM 
EXPE 
PERM 


MISC 
PROP 


PROP 
MISC 


MISC 
MISC 


MISC 


MISC 
MISC 


MISC 
MISC 


MISC 


MISC 
MISC 


07-03-132 
07-07-013 


07-02-054 
07-03-006 
07-03-007 
07-03-008 
07-03-089 
07-03-096 
07-07-097 
07-03-130 
07-07-035 


07-02-056 


07-02-064 
07-07-090 
07-07-095 
07-06-011 
07-06-012 
07-06-013 
07-06-033 
07-06-034 
07-07-089 
07-07-091 
07-07-092 
07-07-093 
07-07-094 


07-02-023 


07-07-126 
07-06-014 
07-04-103 
07-01-048 


07-04-081 
07-01-085 


07-07-125 
07-01-055 


07-03-126 
07-07-063 


07-06-015 


07-03-003 
07-04-011 


07-01-112 
07-06-006 


07-03-023 


07-03-004 
07-05-079 


(See INTERAGENCY COMMITTEE, OFFICE OF THE) 


JAIL INDUSTRIES BOARD 
Meetings 


MISC 


07-05-013 


Index 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


JOINT LEGISLATIVE AUDIT AND REVIEW COMMITTEE 
Citizen commission for performance measurement 


of tax preferences MISC 07-02-017 
JUDICIAL CONDUCT, COMMISSION ON 

Confidentiality PROP 07-05-038 

Meetings MISC 07-01-006 


MISC 07-06-062 
MISC 07-06-063 

Rules 
updating RCW references EXPE 07-04-041 


LABOR AND INDUSTRIES, DEPARTMENT OF 
Apprenticeship rules 


programs seeking geographical expansion PREP 07-04-008 
Arsenic PERM 07-03-153 
Benzene PERM 07-03-153 
Boiler rules, board of PREP 07-03-160 
Factory-built housing and commercial 

structures PERM 07-05-063 
Fees 

programs, various PREP 07-03-154 

PROP 07-07-119 
Hearing loss prevention (noise) PREP 07-04-094 
Heart-related illness PREP 07-01-101 
Manufactured homes PERM 07-05-063 
Medical aid PREP 07-01-100 

PROP 07-05-070 
Parental (family) leave EXPE 07-03-159 
Payment intervals PERM 07-03-145 
Plumbers, board of MISC 07-03-092 
Prevailing wage PERM 07-01-078 

MISC 07-04-056 
Respirators EXPE 07-01-076 

PERM 07-05-072 
Respiratory hazards EXPE 07-01-079 


PERM 07-05-062 
PERM 07-06-005 


Rules 
agenda MISC 07-02-040 
coordinator MISC 07-05-030 
Safety and health rules, generally PERM 07-03-163 
Vocational rehabilitation 
providers PERM 07-04-009 
Workers’ compensation MISC 07-01-014 
PROP 07-01-036 
PROP 07-01-077 
PROP 07-03-014 
EMER 07-03-125 
PREP 07-03-155 
PREP 07-03-156 
PREP 07-05-060 
PREP 07-05-061 
PERM 07-07-032 
PERM 07-07-129 
LAND SURVEYORS 


(See LICENSING, DEPARTMENT OF) 


LAW ENFORCEMENT OFFICERS’ AND FIRE FIGHTERS’ 
PLAN 2 RETIREMENT BOARD 
Meetings MISC 07-02-061 
MISC 07-05-010 
MISC 07-07-080 


LICENSING, DEPARTMENT OF 


Architects MISC 07-02-011 
PERM 07-05-040 
Brief adjudicative proceedings EXPE 07-07-115 
Cemeteries PROP 07-04-070 
Cosmetologists, barbers, manicurists, and 
estheticians PROP 07-01-088 
Disabled parking privileges PERM 07-03-127 
Driver training schools 
advisory committee MISC 07-02-045 
MISC 07-05-007 
program PERM 07-01-069 
PERM 07-01-070 
Driver’s licenses PERM 07-02-104 
Engineers and land surveyors, board of 
registration for professional PROP 07-03-019 


PROP 07-03-020 


Index 
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PREP 
PROP 
PERM 
PROP 
Funeral directors, embalmers, and crematories PERM 
PROP 
Geologists MISC 
Hulk haulers/scrap processors PERM 
Landscape architects MISC 
PERM 
Motor vehicles 
certificates of title PREP 
PERM 
PROP 
dealers and manufacturers PERM 
unauthorized and abandoned PERM 
Private security guards PERM 
Real estate 
appraisers MISC 
PREP 
commission MISC 
MISC 
course approval PREP 
PREP 
PREP 
licensing and examination PREP 
Rental car taxation and licensing PERM 
Rules 
agenda MISC 
withdrawals PROP 
PROP 
Vessels PROP 
PERM 
PERM 
PROP 
Wastewater treatment systems, on-site designers 
and inspectors 
fees PROP 
PROP 
rules of professional practice PREP 
PROP 
LIFE SCIENCES DISCOVERY FUND AUTHORITY 
Meetings MISC 
LIQUOR CONTROL BOARD 
Licenses 
brewery and winery self-distribution PERM 
Meetings MISC 
Wine 
shipping directly to Washington consumers PERM 
LOTTERY COMMISSION 
Hit 5 game PERM 
Rules 
review and revisions PREP 


LOWER COLUMBIA COLLEGE 
Meetings MISC 


MANUFACTURED HOMES 
(See LICENSING, DEPARTMENT OF) 


MARINE EMPLOYEES’ COMMISSION 
Meetings MISC 


MEDICAL ASSISTANCE 


MEDICAL CARE 
(See HEALTH, DEPARTMENT OF) 


MILITARY DEPARTMENT 
Public records 
emergency management provisions, repeal PERM 


MINT COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


NATURAL RESOURCES, DEPARTMENT OF 
Natural resources board MISC 


07-03-021 
07-07-120 
07-07-121 
07-07-122 
07-03-027 
07-04-070 
07-02-012 
07-03-118 
07-02-013 
07-05-039 


07-03-034 
07-03-128 
07-06-059 
07-03-119 
07-03-117 
07-01-032 


07-03-026 
07-03-147 
07-02-004 
07-07-001 
07-02-005 
07-02-006 
07-02-007 
07-02-008 
07-02-077 


07-02-102 
07-06-061 
07-07-016 
07-03-068 
07-03-120 
07-03-128 
07-06-059 


07-03-020 
07-07-120 
07-03-021 
07-07-122 


07-06-001 


07-02-076 
07-03-095 
07-02-076 


07-03-113 
07-03-114 


07-06-038 


07-01-081 


(See SOCIAL AND HEALTH SERVICES, DEPARTMENT OF) 


07-03-001 


07-04-031 


Rules 
agenda 
SEPA policies and procedures 


NOXIOUS WEED CONTROL BOARD 
(See AGRICULTURE, DEPARTMENT OF) 


NURSING CARE 
(See HEALTH, DEPARTMENT OF) 


OLYMPIC COLLEGE 
Meetings 
Rules 
coordinator 


OLYMPIC REGION CLEAN AIR AGENCY 
Annual fees for registration and notice of 
construction programs 
Penalties and fees 


MISC 
PROP 


MISC 
MISC 


PROP 
PERM 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


07-02-047 
07-03-042 


07-01-033 


07-06-024 


07-05-071 
07-03-035 


OUTDOOR RECREATION, INTERAGENCY COMMITTEE FOR 
(See INTERAGENCY COMMITTEE, OFFICE OF THE) 


PARKS AND RECREATION COMMISSION 
Meetings 


Rules 
revisions, various 


PERSONNEL, DEPARTMENT OF 
Personnel resources board 
appointment and reemployment 
compensation 
definitions 
holidays and leave 
layoff and separation 


PERSONNEL RESOURCES BOARD 
(See PERSONNEL, DEPARTMENT OF) 


PIERCE COLLEGE 
Meetings 


PILOTAGE COMMISSIONERS, BOARD OF 
Districts 
Puget Sound 


PLUMBERS, ADVISORY BOARD OF 


MISC 
MISC 


PERM 


PERM 
PERM 
PERM 
PERM 
PERM 


MISC 
MISC 


PERM 


(See LABOR AND INDUSTRIES, DEPARTMENT OF) 


POLLUTION CONTROL HEARINGS BOARD 


(See ENVIRONMENTAL HEARINGS OFFICE) 


PRISONS AND PRISONERS 
(See CORRECTIONS, DEPARTMENT OF) 


PROFESSIONAL EDUCATOR STANDARDS BOARD 
(See EDUCATOR STANDARDS BOARD, PROFESSIONAL) 


PROPERTY TAX 
(See REVENUE, DEPARTMENT OF) 


PUBLIC ASSISTANCE 


07-01-083 
07-02-049 


07-03-121 


07-03-052 
07-03-050 
07-03-054 
07-03-051 
07-03-053 


07-02-062 
07-07-027 


07-01-084 


(See SOCIAL AND HEALTH SERVICES, DEPARTMENT OF) 


PUBLIC DISCLOSURE COMMISSION 
Contribution limitations 
superior court candidates 
Forms 
statements of financial affairs 
General policies and definitions 
Meetings 
Rules 
updates 


PUBLIC EMPLOYEES BENEFITS BOARD 
(See HEALTH CARE AUTHORITY) 


PUBLIC EMPLOYMENT RELATIONS COMMISSION 


Meetings 


PREP 


PERM 
PROP 
MISC 


PERM 


MISC 


07-07-034 
07-04-084 
07-04-083 
07-04-082 


07-07-005 


07-01-004 
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PUBLIC HEALTH BENEFITS BOARD 
(See HEALTH CARE AUTHORITY) 


PUBLIC INSTRUCTION, SUPERINTENDENT OF 


Assessment, academic 
alternative methods 
Courses of study and equivalencies 
Education centers 
Finance 
emergency school closures 


Library media centers 
Pupils 
immunization 


student rights, responsibilities, and 
punishments 
testing and recordkeeping 
uniform entry qualifications 
School bus driver qualifications 


Special service program 
learning assistance 

Traffic safety education 
behind the wheel requirements 


Transportation 
allocations for operation 
replacement of school buses 
school bus operation rules 


PUBLIC RECORDS OFFICERS 
Columbia Basin College 
Early learning, department of 
Forest practices board 
Retirement systems, department of 
(See Issue 07-01 for complete list designated as 
of 12/26/2006) 


PUBLIC WORKS BOARD 


PROP 
PERM 
PERM 


EMER 
PREP 
PERM 


EMER 
PREP 


PERM 
PERM 
PERM 
EMER 
PREP 


PERM 


PREP 
PROP 


PERM 
PREP 
PERM 


MISC 
MISC 
MISC 
MISC 


07-03-131 
07-04-047 
07-06-064 


07-03-071 
07-05-050 
07-04-050 


07-04-051 
07-04-052 


07-04-048 
07-04-046 
07-04-049 
07-05-057 
07-06-079 


07-02-015 


07-02-025 
07-05-056 


07-03-072 
07-03-070 
07-05-058 


07-04-105 
07-07-068 
07-04-023 
07-02-063 


(See COMMUNITY, TRADE, AND ECONOMIC DEVELOPMENT, 


DEPARTMENT OF) 


PUGET SOUND CLEAN AIR AGENCY 
Asbestos 
Meetings 
Rules 
withdrawals 
Spray-coating operations 


QUARTERLY REPORTS 
(See CODE REVISER, OFFICE OF THE) 


REAL ESTATE APPRAISERS 
(See LICENSING, DEPARTMENT OF) 


RED RASPBERRY COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


RENTON TECHNICAL COLLEGE 
Meetings 


RETIREMENT SYSTEMS, DEPARTMENT OF 


Employee retirement benefits board 
Law enforcement officers’ and firefighters’ 
retirement system 
Public records officer 
Rules 
coordinator 


REVENUE, DEPARTMENT OF 
Excise tax 
aerospace industry, tax adjustments 
annual surveys 
biotechnology product and medical device 
manufacturers, tax incentives 
cigarettes 
gambling activities 
liabilities, payment 


recordkeeping 


PROP 
MISC 


PROP 
PROP 
PERM 


MISC 


MISC 


PROP 
MISC 


MISC 


PREP 
PERM 


PREP 
PERM 
PERM 
EXPE 
PERM 
PERM 


07-04-076 
07-03-024 


07-02-031 
07-02-048 
07-07-043 


07-03-110 


07-04-044 


07-03-098 
07-02-063 


07-06-075 


07-04-099 
07-02-074 


07-04-101 
07-04-119 
07-02-072 
07-01-119 
07-06-077 
07-04-100 


Index 


refunds 

registration and reporting 

schools 

semiconductor production, tax incentives 
staffing services 

timber 


tobacco products 
Forest land and timber 


Interpretive statements 


Open space taxation 


Property tax 
exemptions 


Real estate excise tax 
Rules 
agenda 


RULES COORDINATORS 
Agriculture, department of 
Central Washington University 
Clover Park Technical College 
Early learning, department of 
Fish and wildlife, department of 
Forest practices board 
Health, department of 
Labor and industries, department of 
Olympic College 
Retirement systems, department of 
Utilities and transportation commission 


(See Issue 07-01 for complete list designated as 


of 12/26/2006) 


SALMON RECOVERY FUNDING BOARD 


PROP 
PERM 
EXPE 
MISC 
PROP 
PERM 
PREP 
PERM 
PERM 
PERM 
PREP 
MISC 
MISC 
MISC 
PERM 
PERM 


EXPE 
EMER 
PREP 


MISC 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


07-07-118 
07-03-031 
07-05-047 
07-03-059 
07-04-118 
07-02-039 
07-06-078 
07-04-119 
07-02-038 
07-02-039 
07-06-078 
07-02-073 
07-06-032 
07-07-083 
07-01-011 
07-01-012 


07-06-016 
07-06-017 
07-01-118 


07-04-117 


07-01-104 
07-03-028 
07-04-032 
07-07-069 
07-01-009 
07-04-024 
07-03-058 
07-05-030 
07-06-024 
07-06-075 
07-01-022 


(See INTERAGENCY COMMITTEE, OFFICE OF THE) 


SCHOOLS 
(See EDUCATION, DEPARTMENT OF) 


SECRETARY OF STATE 
Elections 
clarifications 


counting center procedures 
date and deadline changes 
general provisions 

voter registration 


voting systems 


SEED POTATO COMMISSION 


(See AGRICULTURE, DEPARTMENT OF) 


SHORELINE COMMUNITY COLLEGE 
Meetings 


SHORELINES HEARINGS BOARD 


PREP 
PROP 
EMER 
EXPE 
PREP 
EMER 
PERM 
EMER 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


(See ENVIRONMENTAL HEARINGS OFFICE) 


SIRTI 
Meetings 


SKAGIT VALLEY COLLEGE 
Meetings 


MISC 


MISC 
MISC 


07-01-103 
07-04-109 
07-06-023 
07-04-001 
07-04-086 
07-01-102 
07-02-100 
07-04-085 


07-03-080 
07-03-107 
07-04-010 
07-06-049 
07-07-004 
07-07-028 
07-07-029 


07-02-097 


07-01-017 
07-03-109 


SOCIAL AND HEALTH SERVICES, DEPARTMENT OF 


Aging and adult services 
adult family home advisory committee 
boarding home advisory board 


Index 


MISC 
MISC 


07-01-020 
07-01-021 


long-term care services 


Medicaid rates, home and community residential 


care 
nursing facility Medicaid payment system 
residential long-term care services 
Assistance programs 
applications 
assistance units 
benefit issuances 


change of circumstance 
citizenship/alien status 


emergency assistance, medical needs 


emergency cash assistance 


food assistance 

food for service animals 

income 

ongoing additional requirements 
post-TANF employment assistance program 
standards for payments 


verification 

Washington combined application project 
(WASHCAP) 

WorkFirst 


Background checks 
Child protective services 
Child support 


Developmental disabilities services 
appeals 


assessment of client support needs 


home and community based services waivers 


state supplementary payment program 
voluntary placement program 
Domestic violence 
shelters 
Foster care/adoption/reconciliation 
state supplementary payment program 
Interpretive and policy statements 


Medical assistance 
administration 


alternative living 


chronic care management program 
client not in own home 


dental-related services 


PERM 
PROP 


PERM 
PREP 
PERM 


PROP 
PROP 
PROP 
PERM 
PREP 
PERM 
PROP 
PERM 
PREP 
PERM 
PROP 
EMER 
PERM 
PREP 
PROP 
PREP 
PROP 
PREP 
EMER 
PROP 
PERM 
PREP 
EMER 
PERM 


EMER 
EMER 
PROP 
PROP 
PREP 
EMER 
EMER 
PROP 
PROP 
PERM 


PROP 
PERM 
PROP 
PREP 
PROP 
PERM 
EMER 
EMER 
PREP 


PERM 


PREP 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


PREP 
PERM 
PERM 
PREP 
PREP 
PERM 
PERM 
EMER 
EMER 
PREP 
EXPE 
PREP 
PROP 
PROP 
PROP 
PROP 
PERM 
PERM 


07-01-046 
07-04-091 


07-04-042 
07-05-024 
07-01-045 


07-05-053 
07-06-058 
07-01-071 
07-04-029 
07-06-052 
07-01-023 
07-03-174 
07-07-023 
07-05-012 
07-07-024 
07-04-092 
07-06-020 
07-07-103 
07-03-146 
07-06-069 
07-06-051 
07-06-069 
07-05-059 
07-02-068 
07-03-149 
07-06-066 
07-07-003 
07-07-031 
07-02-066 


07-06-019 
07-04-063 
07-06-054 
07-06-071 
07-05-006 
07-02-069 
07-02-070 
07-03-148 
07-04-066 
07-06-053 


07-03-062 
07-06-055 
07-03-158 
07-05-037 
07-02-065 
07-05-014 
07-06-056 
07-01-037 
07-04-065 


07-04-098 


07-05-026 
07-01-080 
07-03-103 
07-04-067 
07-05-054 
07-07-002 
07-07-025 
07-07-071 


07-04-020 
07-04-036 
07-03-087 
07-05-012 
07-02-021 
07-01-072 
07-01-073 
07-01-074 
07-01-099 
07-05-012 
07-05-084 
07-07-096 
07-02-088 
07-02-089 
07-02-090 
07-02-091 
07-06-041 
07-06-042 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


durable medical equipment, medical supplies and 


devices, and related supplies and services PREP 07-04-018 
PERM 07-04-036 
hearing aid services PREP 07-05-011 
hospital services PROP 07-02-087 
PERM 07-03-077 
EMER 07-05-049 
PERM 07-06-043 
maternity-related services PREP 07-03-055 
pharmacy services PREP 07-04-017 
provider audit and appeals PROP 07-05-052 
reproductive health/family planning only/TAKE 
CHARGE EMER 07-06-018 
PROP 07-07-102 
school services PREP 07-03-057 
Mental health 
community mental health and involuntary 
treatment program PERM 07-06-050 
Rules 
agenda MISC 07-04-028 
withdrawals PREP 07-03-056 
PREP 07-03-101 
PREP 07-03-102 
PREP 07-04-064 
PREP 07-04-068 
PREP 07-05-005 
PROP 07-06-070 
Vocational rehabilitation 
updates and clarifications PROP 07-02-067 
SOUTH PUGET SOUND COMMUNITY COLLEGE 
Meetings MISC 07-03-094 
MISC 07-07-079 
SPOKANE, COMMUNITY COLLEGES OF 
Meetings MISC 07-03-112 
Student conduct code PROP 07-03-152 


SPOKANE COUNTY AIR POLLUTION CONTROL AUTHORITY 


Agency name change PROP 07-07-084 
Air operating permit program PERM 07-01-031 
PROP 07-01-075 
PERM 07-04-079 

Emission standards for municipal solid waste 
combustors PROP 07-05-075 
Federal regulation reference date PROP 07-07-084 


SPOKANE REGIONAL CLEAN AIR AGENCY 
(See SPOKANE COUNTY AIR POLLUTION CONTROL 
AUTHORITY) 


SPORTS, PROFESSIONAL 
(See LICENSING, DEPARTMENT OF; HORSE RACING 
COMMISSION) 


SUPREME COURT 


Appellate court MISC 07-01-025 
Courts of limited jurisdiction MISC 07-01-026 
Rules of general application MISC 07-01-027 
TAX APPEALS, BOARD OF 
Meetings MISC 07-01-098 
TRANSPORTATION, DEPARTMENT OF 
Aeronautics commission, rules repealed EXPE 07-05-067 
EXPE 07-05-068 
Aviation division 
aircraft, indicia of registration EXPE 07-05-069 
Commission 
innovative partnership program PERM 07-04-095 
meetings MISC 07-01-109 
Commute trip reduction program PROP 07-01-097 
PERM 07-05-065 
Ferries and toll bridges, state PROP 07-04-106 
PREP 07-05-066 
Rules 
agenda MISC 07-03-122 
Toll collection system PROP 07-02-101 
Trip reduction performance program PROP 07-01-096 
PERM 07-05-064 
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TRANSPORTATION IMPROVEMENT BOARD 


Meetings MISC 07-02-018 


TREASURER’S OFFICE 
Usury rate (See inside cover) 


UNEMPLOYMENT COMPENSATION 
(See EMPLOYMENT SECURITY DEPARTMENT) 


UNIFORM COMMERCIAL CODE 
(See LICENSING, DEPARTMENT OF) 


UNIFORM LEGISLATION COMMISSION, WASHINGTON STATE 
Meetings MISC 07-03-025 


UNIVERSITY OF WASHINGTON 


Animal control PREP 07-01-001 
Meeting practices, UW governing bodies PERM 07-03-135 
Meetings MISC 07-02-079 
Policy statements MISC 07-03-100 
Rules 

agenda MISC 07-03-030 

updates PERM 07-03-069 
Smoking policy EMER 07-03-106 

PERM 07-03-136 
Tuition waivers, state-authorized PREP 07-05-090 
USURY RATE 
(See inside cover) 
UTILITIES AND TRANSPORTATION COMMISSION 

Energy Independence Act, impact on 

utilities PREP 07-03-171 
Interpretive and policy statements MISC 07-02-026 
Railroad companies 

train speeds EXPE 07-04-110 
Rules 

agenda MISC 07-02-058 

coordinator MISC 07-01-022 
Telephone companies PREP 07-04-108 


VOLUNTEER FIREFIGHTERS AND RESERVE OFFICERS, 
BOARD FOR 


Meetings MISC 07-06-010 
WALLA WALLA COMMUNITY COLLEGE 
Meetings MISC 07-02-046 
MISC 07-07-078 
WASHINGTON STATE PATROL 
Fire protection policy board MISC 07-04-019 
Public records 
compliance PERM 07-04-039 
Towing businesses PERM 07-02-025A 
WASHINGTON STATE UNIVERSITY 
Meetings MISC 07-04-026 
MISC 07-07-017 
Parking 
appeals of violations PERM 07-02-034 
Pedestrians PERM 07-02-033 
Public records 
procedures PERM 07-04-027 
Smoking policy PERM 07-02-035 
Standards of conduct for students PREP 07-03-063 
PREP 07-03-078 
PROP 07-07-088 
Traffic and parking PREP 07-01-063 


WATER AND WASTEWATER 
(See ECOLOGY, DEPARTMENT OF; LICENSING, DEPARTMENT 
OF) 


WESTERN WASHINGTON UNIVERSITY 
Meetings MISC 


MISC 


07-02-041 
07-04-104 


WHATCOM COMMUNITY COLLEGE 

Meetings MISC 
MISC 
MISC 


MISC 


07-02-042 
07-02-043 
07-02-044 
07-04-061 


Index 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


MISC 07-04-062 
MISC 07-06-002 
MISC 07-06-007 
MISC 07-06-040 
MISC 07-06-072 
Rules 
changes, various PREP 07-06-087 


WINE COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


WORKFORCE TRAINING AND EDUCATION COORDINATING 
BOARD 
Meetings MISC 07-05-031 


YAKIMA REGIONAL CLEAN AIR AUTHORITY 
Meetings MISC 07-07-030 
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